GUNNER'S SKILL TEST - PART 1 

For use of this form, see FM 3-22.34. The proponent agency is TRADOC. 

NAME RANK UNIT DATE 

TEST# TASK NUMBER TASK TITLE GO/NO GO 

1 071-056-0004 MAINTAIN AN M220-SERIES LAUNCHER SYSTEM 


2 071-056-0007 LOAD AN M220-SERIES LAUNCHER SYSTEM 


3 071-035-0008 UNLOAD AN M220-SERIES LAUNCHER SYSTEM 


4 071 -056-0009 ENGAGE TARGETS WITH AN M220-SERIES 

LAUNCHER SYSTEM 

5 071 -056-001 0 PERFORM IMMEDIATE ACTION FOR AN 

M220-SERIES LAUNCHER SYSTEM 

6 071-056-0005 CONDUCT A SYSTEM CHECK OUT ON AN 

M220A1 LAUNCHER SYSTEM 

7 071-056-0013 CONDUCT A SYSTEM CHECK OUT ON AN 

M220A2 LAUNCHER SYSTEM 

8 071-056-0030 DETERMINE M220-SERIES LAUNCHER SYSTEM 

FIRING LIMITATIONS 

9 NO TASK IDENTIFY COMBAT VEHICLES 

NUMBER 

10 NO TASK DETERMINE IF A TARGET CAN BE ENGAGED BY 

NUMBER AN M220-SERIES LAUNCHER SYSTEM 

(SEE FM 3-22.34, CH5) 

11 071-317-0000 PREPARE AN ANTIARMOR RANGE CARD 


1 2 NO TASK ASSEMBLE AN M220-SERIES LAUNCHER SYSTEM 

NUMBER 
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